REVISION RECORD 



REV 1 (SCHEMATIC CHANGES) 

1) PINOUT OF J1 CHANGED TO REFLECT NEW 
PCB LAYOUT BECAUSE OF LARGER TRANSF. 

2) J7 & J8 CHANGED TO GOLD RIGHT ANGLE 
HEADER FROM STRAIGHT PIN HEADER. 

NEW CONNECTOR 26-61-5030. 

3) J2 CHANGED TO KEY8190 FROM A BARRIER. 

4) NEW PCB # 26D3254-02. 

NEW PCB 26C4301-00 FOR CA 18 DISPLAY 
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